Descriptions of Snuffs from Dr Rumney's J&H Wilson Singleton's Viking 
--- DR RUMNEY'S --- 


BLUE 
2/3/4 
A blend of tobacco strongly mentholated with a SP aroma 


BROWN 
5/2/- 


A mix of tobaccos with no added flavours 


GREEN 
4/3/4 
A blend of top quality tobaccos mentholated with a flavour of aniseed added 


--- J.&H. WILSON, LTD. --- 


M.E.D. NO. 99 
A finely ground medium to moist mentholated snuff 


SP NO. 1 

John and Henry Wilson SP No. 1 is a finely ground and relatively dry snuff that, 

despite its fineness, is generally considered well suited to both experienced and 
less experienced users. The subtle flavours of J&H SP No.1 have made it a highly 

popular snuff product for a number of years 


TOP MILL NO. 1 

John and Henry Wilson’s special Top Mill No. 1 is a finely ground snuff that, 
remains wildly popular among snuff fans of all experience levels. The subtle 
flavours of J&H Top Mill No.1 are quite similar to those of J & H SP No.1, but with 
an added zest of citrus 


--- SINGLETON'S --- 


SUPER COOL 

5/3/2 

Bought in 2016 from Imperial Tobacco, Singleton's snuff is still made from the 
traditional recipe. A coarsly ground snuff, slightly moist with a reddish brown 
colour. A refreshing scent of menthol in the nose. 


--- VIKING --- 


BLONDE 
Viking Blonde snuff is made from high quality flue cured bright Virginia leaf. It 
is a medium fine ground plain SP style snuff, light brown in colour. 


BROWN 
Viking Brown snuff is made from high quality dark fired Virginia leaf. It is a 
coarse ground snuff, dark brown in colour and moist. 
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DARK 
Viking Dark snuff is made from high quality dark fired Virginia Seed leaf. It is a 
medium ground snuff, very dark brown in colour and moist. 


DARK RAPPEE 
Viking Dark Rappee snuff is made from high quality dark fired Virginia Seed leaf. 
It is a medium ground snuff, very dark brown in colour and moist. 


ISS 
Viking ISS snuff is made from high quality dark fired Virginia leaf. It is a coarse 
ground snuff, dark brown in colour and moist with a very strong menthol scent. 


PERSICA 

Viking Persica snuff is made from high quality dark fired Virginia Seed leaf. It is 
a medium ground snuff, very dark brown in colour and moist with a strong peach 
scent. 


SCOTCH DARK 
Viking Scotch Dark snuff is made from high quality dark fired Virginia Seed leaf. 
It is a medium ground snuff, very dark brown in colour and moist. 


SPEAR 

Viking Spear snuff is made from high quality dark fired Virginia Seed leaf. It is a 
medium ground snuff, very dark brown in colour and moist with a strong spearmint 
scent. 


STORMBREAKER 

Viking Stormbreaker snuff is a blended snuff, made from high quality dark fired 
Virginia Seed leaf from the hugely popular Viking Dark and high quality flue cured 
bright Virginia leaf. 

Flavoured with Menthol, Eucalyptus and a gentle S.P. aroma very similar to Hedges 
and McChrystals. 


THOR'S HAMMER 

Viking Thor's Hammer snuff is a blended snuff, made from high quality dark fired 
Virginia Seed leaf from the hugely popular Viking Dark and high quality flue cured 
bright Virginia leaf. 

The result is a real pure tobacco scented snuff which is strong and is aimed at the 
snuffer that likes a pinch with a hit, hence the name. 
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